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SUBJECT: SECURITY OF WEST END ATTIC; AMEMB PRAGUE 

1. TV CAMERA MONITORING WEST END ATTIC HAS BECOME INOPERATIVE. 
ATTIC ALARMS HAVE FIALED TO RESPOND CORRECTLY SINCE 18 JUL 1975. 

2. MSG'S HAVE PHYSICALLY INSPECTED ATTIC APPROXIMATELY SIX TIMES 
NIGHTLY DURING WORK WEEK AND TWENTY TIMES DURING WEEKEND SINCE 
PROBLEMS BEGAN. 

3. RSO AND RMO FRANKFURT BE ADVISE THAT ELECTRIC MONITORING EQUIP 
IS IN NEED OF MAINTENANCE. MSG S CANNOT PROVIDE PROPER SECURITY 
UNTIL EQUIP IS REPAIRED. 
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